7-2 



mwM. 



3/18/64 

sh 


EXPEDITE 


FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE 

Laboratory Work Sheet 


Re: ASSASSINATION 07 PRESIDENT JOHN FITZGERALD FiIe * 

KENNEDY, NOVEMBER 22, 1963, DALLAS, TEXAS; Lab. # PC-79846 BX HB 

MISCELLANEOUS INFORMATION CONCERNING 





Examination requested by: 
Examination requested: 
Result of Examination: 


FBI, Dallas (100-10561) Airtel 3/14/64 

Firearms (Guns & Ammun. ) I 2? te recelved: 
Spectrographic 

Examination by: 







Specimens submitted for examination 


Q500 C251 Bullet from Officer Tippit* (No. 1) 
Q501 C252 Bullet from Officer Tippit (No. 2) 
Q502 C253 Bullet from Officer Tippit (No. 3) 
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